® KNIVES ESEE-CM6 


Designed By Terrill Hoffman 


’INCLUDED IN THIS PACKAGE: 

Kydex Sheath wl Adjustable Tensioner, Clip Plate, 
Paracord and Cord Lock. Hardware: 4 ea. screws. 
4 ea. rubber washers and 4 ea. barrel nuts. (Install 
Clip Plate with rubber washers between Clip Plate 
ar)d Kydex ShealhJ 



RANDALL’S ADVENTURE® 



TRAINING & EQUIPMENT GROUP 


SINCE 19S7 


Kydex Sheath 
w/ Mounting Grommets 


/ 




Adjustable Sheath Tensioner 
(Licensed from Blind Horse Knife Co.) 


Sheath Hole Spacing Also 
Fits Optional MOLLE Back 


Lanyard w/ 
Cord Lock 


Note: Our knives ere mede from high carbon f 095 steei. And white 1095 is e top choice for professionet cutiery 
designed for herd use, it wifi rust end stein if not property cered for - especietty on the cutting edge end around the 
ieser engreving. it is the user's responsibifity to keep the biedes property tubriceted end cieened. We suggest using e 
dry fifm rust inhibitor on the blede. 

All of our knives are made in the USA with absolute attention to quality materials and care during the manufacturing 
process. We stand behind our knives with a 1<X)% lifetime, unconditional guarantee. If your ESEE knife should ever 
fail we will repair or replace it. This warranty follows the knife throughout its life, anywhere in the world. 


ESEE«) Knives > 60 Randall Rd. • Gallant, AL 35972 • Ph: (256) 613*0372 • www.eseeknives.com 



